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Employee Name: 
Grade: 

Job Title: 
Supervisor name: 


Salim M-AI-Shehri 
SA08 


Mechanical Technician 
Hamad M. Al-Marri 


Employee ID: 
JQP Level: 
Date of 
Report: 
Supervisor ID: 


5018737 

5 


MMM_D_D,YYYY 

5017999 


Areas worked in 


Smelter - Reduction 


Equipment's worked at 


GTC1 (4253-MKBO-OOOI ) 


Problem solved 


GTC1 - Crush Bath diverter valve conveying pipe blocked. 


Actions Taken 
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Technical Explanation of the Spares Utilized and it value to the equipment 


5 whys of the problem 


Recommendations 


Recognized Hazards 


Corrective actions for hazards 


Acknowledgement 

Supervisor Name ID Signature 

_ Hamad. M. AL-Mard 5.Q.1Z99S. ... 

Area Engineer ID Signature 


